Allegheny County Medical Examiner's Office 

1520 Penn Avenue Pittsburgh Pennsylvania 

To All Offices and Persons: 

Be it known this 20th day of May in the year for the Lords 2024, that Anthony Tony 


Sherrod is Pronounced living. The time for life is 1963 April 3, contining eternally. 
This office hereby acknowledges his living state and estate this day. 


With Honoure, 


Anthony Tony Sherrod, Chief 
Justice 


Allegheny County Medical 
Examiner's Office 


